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To modify existing equipment and provide additional new equipment 

at the EK facility which will improve the quality of the 

original take and expeditiously datisfy the demands of the Intel Commur 
ity for dupe positives and negatives. To cover not only CHALICE 

but to prepare for CORONA and OXCART. Estimated cost 


25X1 


NRO review(s) completed. 


Approved For Release 2004/08/31 : CIA-RDP85B00803R000100040017-2 


